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INFORMATION SHEET 2.12.11
DIRECT-COUPLED AMPLIFIERS

INTRODUCTION

Many electronic systems, ranging from voltage regulators to complex
instrumentation systems, require the amplification of d-c voltages.
Many times one stage of amplification is not sufficient to bring
the amplitude of such signals to the required values; therefore,
the different types of coupling are necessary to ensure that maxi-
num transference of energy is required.  This lesson on direct
coupling and operational amplifiers is essential for the
technician.
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INFORMATION

1.  The following figures are labeled by title and will assist you
in following the instructor through the Lesson.
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Figure 1

211s   a   small   amount   of   current
